PASADENA INN 

Spend your vacation at this lovely resort 


ROYAL OAK, MD. 
Phone: St. Michaels 3404 
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ROYAL OAK, MARYLAND 


AIR VIEW OF BEAUTIFUL PASADENA INN 





